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Abstract 


Severe acute respiratory syndrome (SARS) is a life-threatening disease caused by a novel coronavirus termed SARS-CoV. Due to the severity 
of this disease, the World Health Organization (WHO) recommends that manipulation of active viral cultures of SARS-CoV be performed in 
containment laboratories at biosafety level 3 (BSL3). The virus was inactivated by ultraviolet light (UV) at 254 nm, heat treatment of 65 °C or 
greater, alkaline (pH > 12) or acidic (pH < 3) conditions, formalin and glutaraldehyde treatments. We describe the kinetics of these efficient 
viral inactivation methods, which will allow research with SARS-CoV containing materials, that are rendered non-infectious, to be conducted 


at reduced safety levels. 
© 2004 Elsevier B.V. All rights reserved. 
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1. Introduction 


In late 2002, an outbreak of unusual life-threatening 
respiratory disease of unknown etiology began in Guang- 
dong Province, China. This disease was designated severe 
acute respiratory syndrome (SARS) and was later deter- 
mined by Drosten et al. (2003), Ksiazek et al. (2003), 
and Rota et al. (2003), to be caused by a novel coro- 
navirus, termed SARS-CoV. Since the identification of 
coronavirus as the infectious agent for SARS, numerous 
laboratories have begun research on this virus. Accord- 
ing to the WHO, 8098 people were diagnosed with SARS 
and 774 people died of this disease during the initial out- 
break of 2003. Due to the severity of SARS disease and 
the contagious nature of the causal agent, the WHO web- 
site (http://www.who.int/csr/sars/biosafety2003_12_18/en/) 
has provided guidelines for working safely with this coro- 
navirus. The WHO recommends biosafety level 3 (BSL3) 
as the appropriate containment level for working with live 
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SARS-CoV, and there is a concern that another SARS out- 
break could occur following an accidental exposure in a lab- 
oratory. Since the end of the SARS epidemic in July 2003, 
there have been three known cases of SARS in laboratory 
researchers due to accidental exposure to the virus (Normile, 
2004). Successful inactivation of the virus allows the trans- 
fer of material from a BSL3 to a BSL2 environment and may 
reduce the risk of accidental infections through unsafe labo- 
ratory practices. Inactivated cell-culture derived viral stocks 
may also be useful for the development of vaccines and the 
study of their safety and immunogenicity. We examined the 
efficiency of several methods of viral inactivation, including 
methods that may inhibit viral replication or entry. 


2. Materials and methods 
2.1. Virus and cells 
We infected African green monkey kidney (Vero E6) 


cells with SARS-CoV (Urbani strain) that was kindly pro- 
vided by Drs. L.J. Anderson and T.G. Ksiazek from the 
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Centers for Disease Control and Prevention, Atlanta, GA. 
Briefly, Vero E6 monolayer cells were infected by inoc- 
ulating cultures with 501 of virus (10°? TCIDs9 per 
ml) in a final volume of 5 ml Dulbecco’s modified Eagle’s 
medium (DMEM) (Biosource International, Camarillo, CA) 
in T150 flasks for 1h at 25°C. Dulbecco’s modified Eagle’s 
medium containing supplements (10% fetal bovine serum, 
2mM/ml! L-glutamine, 100 U/ml penicillin, 100 wg/ml strep- 
tomycin, and 0.5 j1g/ml fungizone) (Biosource International) 
was added to the flask and the cells were incubated at 
37°C for 3 days. Supernatant was collected, clarified by 
centrifugation, and stored at —70°C as the viral stock. 
The Vero cells were maintained in DMEM with supple- 
ments. All personnel wore powered air-purifying respira- 
tors (3M, Saint Paul, MN) and worked with infectious 
virus inside a biosafety cabinet, within a BSL3 containment 
facility. 


2.2. Quantitation of viral titers 


Viral titers were determined in Vero cell monolayers on 
24 and 96-well plates using a 50% tissue culture infectious 
dose assay (TCIDs9). Serial dilutions of virus samples were 
incubated at 37°C for 4 days and subsequently examined 
for cytopathic effect (CPE) in infected cells, as described 
by Ksiazek et al. (2003). Briefly, SARS-CoV-induced CPE 
of infected cells was determined by observing rounded, de- 
tached cells in close association to each other. Evidence of 
inactivation was determined by absence of CPE in Vero cells, 
indicating loss of infectivity. 


2.3. UV light treatment 


Ultraviolet light (UV) treatment was performed on 2 ml 
aliquots of virus (volume depth = | cm) in 24-well plates 
(Corning Inc., Corning, NY). The UV light source (Spec- 
tronics Corporation, Westbury, NY) was placed above the 
plate, at a distance of 3cm from the bottom of the wells 
containing the virus samples. At 3cm our UVC light source 
(254nm) emitted 4016 ~4W/cm? (where ~W = 10~© J/s) 
and the UVA light source (365 nm) emitted 2133 W/cm’, 
as measured by radiometric analysis (Spectronics Corpo- 
ration). After exposure to the UV light source, virus was 
frozen for later analysis by TCIDso assay using CPE as the 
endpoint. 


2.4. Gamma irradiation treatment 


We prepared 400 wl samples of SARS-CoV and kept them 
on dry ice during transport. Test samples were subjected to 
gamma radiation (3000, 5000, 10,000, and 15,000 rad) from 
a ©°Co source, while control samples were protected from 
exposure. Test and control samples were handled and trans- 
ported identically, except test samples were exposed to the 
gamma radiation source. Samples were kept frozen until anal- 
ysis of inactivation by TCIDso assay. 


2.5. Heat treatment of virus 


We incubated 320 jl aliquots of virus in 1.5 ml polypropy- 
lene cryotubes using a heating block to achieve three different 
temperatures (56, 65 and 75 °C). After heat treatment, sam- 
ples were frozen for later analysis by TCIDso assay using 
CPE as an endpoint. 


2.6. Formaldehyde and glutaraldehyde treatment 


Formaldehyde (37%, Mallinckrodt Baker, Inc., Paris, KY) 
and glutaraldehyde (8%, Sigma, Saint Louis, MO) were di- 
luted 1:10 and 1:40 in sterile PBS. These diluted aldehy- 
des were added to virus samples to achieve final dilutions 
of 1:1000 and 1:4000 in 400 wl. The final concentrations of 
formaldehyde were 0.037% (1:1000) and 0.009% (1:4000), 
and the final concentrations of glutaraldehyde were 0.008% 
(1:1000) and 0.002% (1:4000). The virus and aldehyde sam- 
ples were incubated at 4, 25, and 37°C, for up to 3 days. 
The samples were mixed briefly with a vortex on each day. 
The samples were stored at —70 °C until analysis by TCID59 
assay. 


2.7. pH treatment 


Virus aliquots were adjusted to the desired pH using 5M 
and 1 M HCl or 5N and IN NaOH. Subsequently, they were 
divided into three aliquots, incubated at the desired temper- 
ature (4, 25, and 37°C), neutralized to a pH 7, and analyzed 
for viral titer using the TCIDs0 assay. 


2.8. Infectivity of viral RNA and detergent-disrupted 
virions 


Infected Vero cells were prepared by inoculation with 
20 ul of virus at a 10°37 TCIDs9 per ml of SARS-CoV 
in a final volume of 2 ml in a T25 flask for 1h at 25°C, 
DMEM with supplements was added to the flask and the 
cells were incubated at 37°C for 3 days. The monolayer 
was washed with 1X phosphate buffered saline (PBS), 
cells were lysed with the addition of 2.5 ml of a phenol 
and guanidine isothiocyanate solution (TRIzol Reagent, 
Sigma), and cytoplasmic RNA was isolated according to the 
manufacturer’s specifications. Vero cells were inoculated 
with 10 yl of purified RNA in 0.5ml DMEM. After an 
hour, DMEM with supplements was added. Additionally, 
Vero cells were transfected with cytoplasmic RNA using 
DMRIE-C (Invitrogen Life Technologies, Carlsbad, CA) 
according to the manufacturer’s instructions. Cells were 
incubated at 37°C, and observed for CPE on days 3 and 4. 

To examine the infectivity of detergent-disrupted virions, 
SARS-CoV infected Vero monolayer cells were washed and 
dissociated with trypsin/versene, pelleted by centrifugation, 
and washed with PBS. After centrifugation, the pellet was 
lysed with sodium dodecyl] sulfate/nonidet P-40 (SDS/NP- 
40; 0.1% SDS, 0.1% NP-40, in 0.1x PBS; Sigma), frozen 
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at —70°C, thawed, and clarified by centrifugation. The su- 
pernatant was used to infect Vero cell monolayers in 6-well 
plates, such that the final concentration of SDS was 0.002 or 
0.018%. Three and four days following the inoculation, cells 
were observed for evidence of CPE. 


3. Results 
3.1. Effect of radiation on the infectivity of SARS-CoV 


UV light is divided into three classifications: UVA 
(320-400 nm), UVB (280-320 nm), and UVC (200-280 nm). 
UVC is absorbed by RNA and DNA bases, and can cause 
the photochemical fusion of two adjacent pyrimidines into 
covalently linked dimers, which then become non-pairing 
bases (Perdiz et al., 2000). UVB can cause the induction of 
pyrimidine dimers, but 20—100-fold less efficiently than UVC 
(Perdiz et al., 2000). UVA is weakly absorbed by DNA and 
RNA, and is much less effective than UVC and UVB in in- 
ducing pyrimidine dimers, but may cause additional genetic 
damage through the production of reactive oxygen species, 
which cause oxidization of bases and strand breaks (Tyrrell 
et al., 2001). 

To examine the inactivation potential of UVA and UVC, 
virus stocks were placed in 24-well tissue culture plates and 
exposed to UV irradiation on ice for varying amounts of 
time, as indicated in Fig. 1A. Exposure of virus to UVC 
light resulted in partial inactivation at 1 min with increas- 
ing efficiency up to 6 min (Fig. 1A), resulting in a 400-fold 
decrease in infectious virus. No additional inactivation was 
observed from 6 to 10 min. After 15 min the virus was com- 
pletely inactivated to the limit of detection of the assay, which 
is <1.0 TCIDs9 (logo) per ml. In contrast, UVA exposure 
demonstrated no significant effects on virus inactivation over 
a 15 min period. Our data show that UVC light inactivated 
the SARS virus at a distance of 3 cm for 15 min. 

A standard procedure to inactivate viruses during the man- 
ufacture of biological products is gamma irradiation (Grieb et 
al., 2002). To investigate the effect of gamma irradiation on 
SARS-CoV, we subjected 400 wl of SARS-CoV to gamma 
radiation (3000, 5000, 10,000, and 15,000 rad) from a 60Co 
source, while control samples were protected from exposure. 
No effect on viral infectivity was observed within this range 
of gamma irradiation exposure (Fig. 1B). 


3.2. Effect of heat treatment on the infectivity of 
SARS-CoV 


Heat can inactivate viruses by denaturing the secondary 
structures of proteins, and thereby may alter the conforma- 
tion of virion proteins involved in attachment and replication 
within a host cell (Lelie et al., 1987; Schlegel et al., 2001). To 
test the ability of heat to inactivate the SARS-CoV, we incu- 
bated virus in 1.5 ml polypropylene cryotubes at three tem- 
peratures (56, 65 and 75°C) for increasing periods of time. 
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Fig. 1. Effect of radiation on the infectivity of SARS-CoV. (A) UV irradi- 
ation. The UV lamp was placed 3 cm above the bottom of 24-well plates 
containing 2 ml virus aliquots. Samples were removed at each time point, 
frozen, and titrated in Vero E6 cells. The results shown are representative 
of three independent experiments. (B) Gamma irradiation. Virus aliquots 
(400 pl) were placed in cryovials on dry ice and exposed to the indicated 
dose of gamma irradiation. Control samples were treated identically, without 
radiation exposure. Samples were titrated in Vero E6 cells in triplicate. The 
dotted line denotes the limit of detection of the assay. 


We found that at 56 °C most of the virus was inactivated after 
20 min (Fig. 2A). However, the virus remained infectious at 
a level close to the limit of detection for the assay, for at least 
60 min, suggesting that some virus particles were stable at 
56°C (Fig. 2A and C). At 65 °C, most of the virus was inac- 
tivated if incubated for longer than 4 min (Fig. 2B). Again, 
some infectious virus could still be detected close to the limit 
of detection for the assay, after 20 min at 65 °C. While virus 
was incompletely inactivated at 56 and 65 °C even at 60 min, 
it was completely inactivated at 75°C in 45 min (Fig. 2C). 
Surprisingly, at both 56 and 65 °C the virus was inactivated 
at early time points but at 60 min a small amount of virus 
was detected. One possible explanation for this result may 
be the presence and subsequent dissociation of aggregates. 
Taken together, these results suggest that viral inactivation 
by pasteurization may be very effective. 


3.3. Effects of formaldehyde and glutaraldehyde on the 
infectivity of SARS-CoV 


Formalin (dilute formaldehyde) has been used for a num- 
ber of years to inactivate virus for use in vaccine products, 
such as the widely used and very effective polio vaccine (Salk 
and Salk, 1984). Other attempts at using formalin inactivation 
for generation of vaccines for respiratory syncytial virus (Kim 
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Fig. 2. Effect of heat treatment on the infectivity of SARS-CoV. Virus 
aliquots (400 wl) were incubated at (A, C) 56°C, (B, C) 65°C and (C) 
75 °C. Samples were removed at the designated time, frozen, and titrated in 
Vero E6 cells in triplicate. The dotted line denotes the limit of detection of 
the assay. 


et al., 1969) and measles virus (Fulginiti et al., 1967) were not 
useful, as they induced an aberrant immune response result- 
ing from formalin-induced perturbations of the viruses. For- 
malin inactivation occurs when nonprotonated amino groups 
of amino acids, such as lysine, combine with formaldehyde to 
form hydroxymethylamine. The hydroxymethylamine com- 
bines with the amino, amide, guanidyl, phenolic, or imidazole 
group of amino acids to create inter- or intramolecular methy- 
lene crosslinks (for review, see Jiang and Schwendeman, 
2000). Fraenkel-Conrat (1954) observed the absorption spec- 
tra of several plant viruses and determined that formalin also 
binds in a reversible manner to RNA, blocking reading of 
the genome by RNA polymerase. Glutaraldehyde can also be 
used to inactivate virus and is used as a disinfecting agent 
of medical instruments, such as endoscopes (Tandon, 2000), 
and as a fixative for electron microscopy (McDonnell and 
Russell, 1999). 

We examined formalin and glutaraldehyde inactivation of 
the SARS-CoV by incubating virus samples with formalin or 
glutaraldehyde at two different dilutions (1:1000 and 1:4000). 
Each of the diluted aldehydes was incubated with virus at 4, 
25 or 37 °C. Both of the aldehydes exhibited temperature de- 


Table 1 


Effect of formaldehyde and glutaraldehyde inactivation of SARS-CoV 


Day 3 


Day 2 


Dilution Day 1 


Virus 


37°C 


25°C 


4°C 


37°C 


25°C 


4°C 


37°C 


25°C 


4°C 


Formaldehyde treatment 


xa 
xX 


1:1000 
1:1000 
1:4000 


No 


Yes 


1.31 + 0.29 1.31 +0.29 4.02 + 0.38 1.31 + 0.29 1540 3.28 + 0.14 1.14 + 0.29 1.14 + 0.29 


4.45 + 0.25” 


Yes 


Glutaraldehyde treatment 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0° 


1:1000 
1:1000 
1:4000 


No 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


<1.0 


Yes 


Yes 


<1.0 


<1.0 


2.19 + 0.25 
5.12 + 0.14 


<1.0 


<1.0 


2.26 + 0.38 
5.03 + 0.14 


<1.0 


1.31 + 0.29 
5.09 + 0.58 


2.70 +0 


2.78 + 0.14 


4.1 + 0.52 


3.36 + 0.29 


4.03 + 0.14 4.86 + 0.29 


5.28 + 0.29 
* Formaldehyde treatment fixed the cells in the TCIDso assay so virus could not be detected. 


> Geometric mean of triplicate samples + S.D. 


Yes 


© The limit of detection for the TCIDs9 assay is <1.0. 
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pendence in their ability to inactivate virus (Table 1). Neither 
formalin nor glutaraldehyde, at a 1:4000 dilution, was able to 
completely inactivate virus at 4°C, even after exposure for 3 
days (Table 1). At 25 and 37 °C, formalin inactivated most of 
the virus, close to the limit of detection of the assay, after 1 
day, yet some virus still remained infectious on day 3. How- 
ever, glutaraldehyde completely inactivated the virus by day 
2 at 25°C and by day | at 37°C. This suggests that both for- 
malin and glutaraldehyde inactivation of SARS virus may be 
efficient methods of inactivation, if proper conditions are met. 


3.4. Effect of pH changes on the infectivity of SARS 


Weismiller et al. (1990) determined that a pH of 8.0 in- 
duces a conformational change in the spike protein of the 
coronavirus, mouse hepatitis virus (MHV), which enables 
fusion of the virion with the host cell. However, Xiao et al. 
(2003) determined that the spike protein of SARS-CoV me- 
diated fusion with the host cell at a neutral pH. These data 
suggest that different pH conditions affect the spike proteins 
of coronaviruses, and the activity of the spike protein of the 
SARS-CoV may be sensitive to changes in pH, possibly by 
changing the infectious nature of the viral particles. There- 
fore, we investigated the effect of different pH exposures on 
the infectivity of SARS-CoV. After exposing SARS-CoV to 
extreme alkaline conditions of pH 12 and 14 for 1 h, and sub- 
sequently reversing the conditions to a neutralized, buffered 
solution, the virus was completely inactivated (Fig. 3). Mod- 
erate variations of pH conditions from 5 to 9 had little effect 
on virus titer, regardless of the temperature. However, highly 
acidic pH conditions of 1 and 3 completely inactivated the 
virus at 25 and 37°C. At 4°C, a pH of 3 did not fully in- 
activate the virus. These data indicate that the infectivity of 
SARS-CoV is sensitive to pH extremes. 


3.5. Infectivity of isolated viral RNA and isolated 
proteins 


Biochemical and molecular biology experiments may re- 
quire the isolation of nucleic acids or proteins from virus- 


7 


N 
\ 
N 
N 
N 
N 
N 
N 
7 


pH 


bh oO FT O® 
VM 


UY 


TClDeo (log,o) / ml 
la. 


me 


Witibittttbtbttttntttt 


Oo 


= 
wo 
a 
o 
= P 
Ls) 
= 
> 


Fig. 3. Effect of pH conditions on the infectivity of SARS-CoV. Virus 
aliquots (2 ml) were adjusted to the indicated pH condition, divided into 
triplicate samples, incubated at the designated temperature for | h, neutral- 
ized, frozen, and titrated. The dotted line denotes the limit of detection of 
the assay. 


infected cells. We used a phenol and guanidine isothiocyanate 
solution (TRIzol, Sigma) to isolate cytoplasmic RNA from 
SARS-CoV infected Vero cells. After inoculation of Vero 
cells with the isolated RNA, we determined that SARS-CoV 
RNA was not able to produce CPE in the cells (data not 
shown). We also found that transfection of the cells with this 
RNA, using a liposome-based transfection reagent (DMRIE- 
C, Invitrogen, as per manufacturer’s instructions for RNA 
transfection), was also not sufficient to cause infection of 
Vero cells (data not shown). 

Additionally, we tested the effectiveness of SDS/NP-40 
treatment on inactivation of the SARS-CoV. Briefly, SARS- 
CoV-infected Vero cells were lysed with an SDS/NP-40 solu- 
tion, clarified by centrifugation, and the supernatant was used 
to infect Vero cell monolayers. No CPE was observed in the 
cells after 3 and 4 days, indicating that SDS/NP-40-induced 
disruption of the virions was sufficient to prevent survival of 
infectious particles. 


4. Discussion 


Inactivation of SARS-CoV can be achieved through a 
number of techniques, given sufficient time and appropri- 
ate temperature conditions. We caution that the inactivation 
procedures discussed above were performed under specific 
conditions. Due to the grave consequences of a potential 
SARS-CoV human infection, great care should be taken to 
ensure that any inactivation procedures used to make the virus 
safe for BSL2 conditions are effective for each viral stock. 

We determined that greater than 15 min of UVC treatment 
inactivated the virus while UVA light had no effect on via- 
bility, regardless of duration of exposure. Duan et al. (2003) 
examined the effect of UVC light on SARS-CoV at an inten- 
sity of >90 ~W/cm? and a distance of 80cm, and determined 
that inactivation of the virus occurred at 60 min. Inactivation 
may have occurred more efficiently in our study due to the 
greater intensity of UVC light and the closer proximity of the 
light source. We also examined the effect of gamma irradia- 
tion on SARS-CoV, and found no decrease in infectivity at 
the highest dose of 15,000 rad. This result was not surpris- 
ing, as the Centers for Disease Control and Prevention have 
used a much higher dose of 2 x 10° rad to inactivate poten- 
tial SARS-CoV-infected serum specimens for study in BSL2 
laboratories (Ksiazek et al., 2003). This dosage is in the same 
range (34.5 x 10° rad) that is necessary to inactivate viruses 
in monoclonal antibody preparations (Grieb et al., 2002) and 
bone diaphysis transplants (Pruss et al., 2002). 

Our experiments showed that heat treatment of SARS- 
CoV for 45 min at 75 °C resulted in inactivation of the virus, 
while 90 min at 56 and 65°C was required for virus inac- 
tivation. Laude (1981) determined that thermal inactivation 
of another coronavirus, transmissible gastroenteritis virus of 
swine, also occurred faster at higher temperatures, such as 47 
and 55 °C, than at the lower temperature of 31°C. Our data 
are similar to the findings of Duan et al. (2003), wherein viral 
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inactivation occurred at 90, 60, and 30 min after incubation 
at 56, 65, and 75 °C, respectively. Heat is an effective means 
of SARS-CoV inactivation, however, stocks containing viral 
aggregates may require a longer duration of heat exposure. 

We determined that formalin and glutaraldehyde inacti- 
vated SARS-CoV ina temperature- and time-dependent man- 
ner. While incubation at 4°C inhibited the effect of these 
chemicals, at 37°C or room temperature, formalin signifi- 
cantly decreased the infectivity of the virus on day 1, while 
glutaraldehyde inactivated SARS-CoV after incubations of 
1-2 days. As glutaraldehyde is commonly used to disinfect 
medical instruments, especially endoscopes, care should be 
taken to analyze time, temperature, and concentration re- 
quirements necessary for complete SARS-CoV inactivation. 

Weismiller et al. (1990) determined that a pH of 8.0 in- 
duces a conformational change in the spike protein of the 
coronavirus MHV that enables fusion of the virion with the 
host cell. However, Xiao et al. (2003) determined that the 
spike protein of SARS-CoV mediated fusion with the host 
cell at a neutral pH. These data suggest that different pH 
conditions affect the spike proteins of coronaviruses, and the 
activity of the spike protein of SARS-CoV may be sensitive 
to changes in pH, possibly by changing the infectious na- 
ture of the viral particles. We determined that exposure of 
SARS-CoV to extreme basic or acidic conditions caused in- 
activation, while the virus remained stable within a range of 
neutral pH. The pH of gastric secretions of the stomach ranges 
from 1.0 to 3.5, while the small and large intestines range 
from pH 7.5 to 8.0 (Guyton and Hall, 1997). Taken together, 
these data suggest that ingestion of SARS-CoV would prob- 
ably result in inactivation of most virions by stomach acid. 
However, acidic conditions of the stomach may be partially 
neutralized by a particularly large meal or antacid ingestion, 
and under these conditions the virus might have a chance to 
move through the stomach into the slightly basic conditions 
of the intestines. Leung et al. (2003) have shown enteric in- 
volvement of the SARS virus, as evidenced by the presence 
of active viral replication in intestinal biopsy specimens from 
five patients, and the isolation of SARS-CoV RNA in stool 
specimens up to 10 weeks after onset of symptoms. These 
data, coupled with the previously mentioned stability of the 
virus to moderate pH conditions, suggest that the SARS virus 
may survive ingestion and a fecal/oral route of infection may 
be possible. 

Our experiments showed that UVC light, heat, formalin, 
glutaraldehyde, and extremes of pH, were able to inactivate 
SARS-CoV. However, gamma irradiation at the doses tested, 
was not sufficient to inactivate the virus. As expected, nei- 
ther viral RNA alone nor virions disrupted by SDS/NP-40 
were infectious. These conditions were appropriate for our vi- 
ral stocks as described, however, we caution that researchers 
need to test viral stocks for complete inactivation before han- 
dling the virus at lower safety levels. These data analyze virus 
samples in tissue culture medium and we are currently testing 
the inactivation properties required of SARS-CoV in biolog- 
ical (body) fluids. Understanding the ways in which SARS- 


CoV can be inactivated, will allow the transfer of the virus 
from BSL3 to BSL2 conditions, and will promote the study 
of inactivated viral vaccines. 
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